74       DOCKETED ITEMS

9106070249 Forwards evaluation of low delta ferrite in first layers of weld overlays on
recirculation sys.in response to NRC SER on insps/repairs performed during Spring
1990 refueling/ maint outage per Generic Ltr 88-01.

BECKHAMJ.T. Georgia Power Co. 91/06/03. Document Control Branch (Document
Control Desk). 6pp. 58017:200-58017:205.

9106110111 Forwards insp repts 50-321/91-14 & 50-366/91-14 on 910506-10.No viola-
tions or deviations noted.

COLLINS.D.M. Region 2 (Post 820201). 91/06/03. HAIRSTON.W.G. Georgia Power
Co. 3pp. 57998:042-57998:055.

-9106110115 Insp repts 50-321/91-14 & 50-366/91-14 on 910506-10.No violations or
deviations noted.Major areas inspected:audits, radiological effluent monitoring & con-
trols & followup on info notices.

JONES.D.W., DECKER.T.R. Region 2 (Post 820201). 91/05/30. 11pp. 57998:045-
57998:055.

9106100363 Ack receipt of 910523 Itr advising NRC of corrective actions in response to
violations noted in Insp Repts 50-321/91-06 & 50-366/91-06.

STOHR.J.P. Region 2 (Post 820201). 91/06/05. HAIRSTON.W.G. Georgia Power Co.
3pp. 58017:299-58017:301.

9106270356 Forwards insp repts 50-321/91-11 & 50-366/91-11 on 910429-0503 &
29-No violation noted.

PEEBLESJ.A. Region 2 (Post 820201). 91/06/07. HAIRSTON.W.G. Georgia Power
Co. 3pp. 58233:131-58233:143.

-9106270376 Operational safety team insp repts 50-321/91-11  & 50-366/91-11 on
910429-0503   &   29.No   violations   noted.Major   areas   inspected:recent   reactor
scrams.corrective actions, root cause analysis & control of setpoints.
MELLEN.L,   BRESLAU.B.  Region  2   (Post 820201).  91/06/05.   10pp.   58233:134-
58233:143.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106280121 Notification of contract execution.Task Order 36: "Electrical Distribution
Functional Insp-Hatch 1 & 2." ContractonAECL Technologies.
DUBQSE.B. Division of Contracts & Property Management (Post 890205). NRC-03-90-
031. 91/06/13. SCHWINK.W.S. Program Management, Policy Development & Analy-
sis Staff (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. 1p.
58248:057-58248:065.

-9106280133 Ltr contract NRC-03-90-031,task order 36 to "Electrical Distribution Func-
tional Insp-Hatch 1 & 2," confirming 910606 verbal authorization to establish financial
ceiling.

EDGEWORTH.PJ. Contract Administration Branch 1 (Post 900603). NRC-03-90-031.
91/06/11. SHIFLETT.D.R. AECL Technologies. 8pp. 58248:058-58248:065,

9106200058 Forwards util response to SALP Repts 50-321/91-07 & 50-366/91-07.
BECKHAM.J.T. Georgia Power Co. 91/06/14. Document Control Branch (Document
Control Desk). 9pp. 58200:343-58200:351.

9106270070 Forwards insp repts 50-321/91-13 & 50-366/91-13 on 910506-10 & notice
of violation.

STOHR.J.P. Region 2 (Post 820201). 91/06/17. HAIRSTON.W.G. Georgia Power Co.
4pp. 58223:054-58223:068.

-9106270075 Notice of violation from insp on 910506-10.Violation noted: several times
individuals entered posted high radiation area w/o TS required controls.
STOHR.J.P. Region 2 (Post 820201). 91/06/17. 2pp. 58223:058-58223:059.

-9106270080 Insp repts 50-321/91-13 & 50-366/91-13 on 910506-10.No violations
noted.Major areas inspected:occupational radiation exposure during extended
outages.audits, appraisals.training & qualifications.

LOUDEN.P.L, SHORTRIDGE.R.B., POTTER.J.P. Region 2 (Post 820201). 91/06/12.
9pp. 58223:060-58223:068.

9106270159 Provides response to 910509 Itr re violations noted in Insp Repts 50-321 /
91-04 & 50-366/91-04.Cqrrective actions:HPCI sys left w/suppression pool as suction
source until CST level switch setpoints changed.

BECKHAM.J.T. Georgia Power Co. 91/06/21. Document Control Branch (Document
Control Desk). 9pp. 58264:333-58264:341.

R. Periodic operating reports & related correspondence

9106190103 Monthly operating repts for May 1991 for Hatch Nuclear Plant Units 1 &
2.W/910614 Itr.

BEARD.R.M., BECKHAM.JT. Georgia Power Co. 91/05/31. 11pp. 58195:325-
58195:335.

S. Reportable occurrences, LERs & related correspondence

9106100342 Special Rept 1-91-004:on 910502 & 06,listed battery-powered emergency
lighting units inoperable for more than 72 h. Affected battery-powered emergency
lighting units verified operable by performing monthly insp.

BECKHAM,J.T. Georgia Power Co. 91/06/06. Document Control Branch (Document
Control Desk). 6pp. 58051:197-58051:202,

9106180176 Special rept 1-91-005:on 910515,fire barrier assemblies inoperable for
longer than 14 days.Caused by personnel error.Penetration declared inoperable & re-
quired hourly fire watch established.

BECKHAM.J.T. Georgia Power Co. 91/06/14. Document Control Branch (Document
Control Desk). 5pp. 58165:325-58165:330,

9106180299 LER 91*010-00:on 910516,isolation signal received by RCIC sys valve
1E51-F105 & valve closed.Caused by improper routing of wiring on relay 1E51-K48 &
improper installation of relay cover.Wiring rerouted,W/910614 Itr.
TIPPS.S.B., BECKHAM.J.T. Georgia Power Co. 91/06/14. 6pp. 58178:106-58178:111.

9106260264 Special repton 910526,fixed water spray nozzles inoperable for longer than
14 days identified during insp of fire sprinkler sys,Cause indeterminate.Conduits routed
away from vicinity of spray nozzles.

BECKHAM,J,T, Georgia Power Co. 91/06/21. Document Control Branch (Document
Control Desk). 5pp. 58237:061-58237:065.
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F.  Security, medical, emergency & fire protection plans

9106260221 Advises that 900122 Rev 4 to changes to plant security training & qualifica-
tion plan consistent w/provisions of 10CFR50.54(p) & acceptable.
JOYNER.J.H. Region 1 (Post 820201). 91/06/20. LEONARD.J.D. Long Island Lighting
Co. 3pp. 58238:187-58238:189.

9106260224 Advises that 900909 Rev 5 to changes to plant safeguards contingency
plan consistent w/provisions of 10CFR50.54(p) & acceptable.
JOYNER.J.H. Region 1 (Post 820201). 91/06/20. LEONARD.J.D. Long Island Lighting
Co. 3pp. 58238:208-58238:210.

9106260227 Advises that 910406 Rev 19 to changes to plant physical security plan
consistent w/provisions of lOCFR50.54(p) & acceptable.

JOYNER.J.H. Region 1 (Post 820201). 91/06/20. LEONARD.J.D. Long Island Lighting
Co. 3pp. 58238:205-58238:207.

G.  Adjudicatory correspondence

9106140039 Memorandum & order (ruling on amended petitions to intervene & to hold
hearings).* Contentions & answers will be required to be filed sufficiently in advance
to assure adequate preparation for prehearing conference.W/Certificate of Svc.
MARGULIES.M.B. Atomic Safety and Licensing Board Panel, #291 11793. 91/05/23.
Scientists & Engineers for Secure Energy. 30pp. 58119:043-58119:072.

9106140065 Forwards petitions which includes comments on proposed NSHC submitted
by Shoreham-Wading River Central School District & Scientists & Engineers for
Secure Energy.lnc.Hearing request referred to ASLB for response.W/o encl.
CHILK.SJ. Office of the Secretary of the Commission. #291 11809. 91/05/30.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). ip.
58119:112-58119:112.

9106140069 Forwards petitions for leave to intervene submitted by Shoreham-Wading
River Centra! School District & Scientists & Engineers for Secure Energy.lnc.W/o
ends.

CHILK.SJ. Office of the Secretary of the Commission. #291 11808. 91/05/30.
COTTER.B.P. Atomic Safety and Licensing Board Panel. 1p. 58119:115-58119:115.

9106250041 Establishment of ASLB.* Board being established to rule on petitions for
leave to intervene &/or requests for hearing & to preside over proceeding in event
that hearing ordered. W/Certificate of Svc.Served on 910604.
COTTER.B.P. Atomic Safety and Licensing Board Panel. #291 11823. 91/06/03. 3pp.
58196:306-58196:308.

9106250058 Movant-lntervenors motion for change of venue of prehearing conference,"
Venue of prehearing conference should be changed to Washington,DC area.W/Certifi-
cate of Svc.

MCGRANERY.J.P. Shoreharn Wading River Central School District, NY.
MCGRANERY.J.P. Scientists & Engineers for Secure Energy. MCGRANERY.J.P. Dow,
Lohnes & Albertson. #291 11834. 91/06/04. Commissioners (Post 750119). 8pp,
58196:190-58196:197.

9106280006 Informs that time provided to review Directors Decision DD-91-03 has
expired.Decision became final agency action on 910610.Served on 910612,W/Certifi-
cate of Svc.

CHILK.S.J. Office of the Secretary of the Commission. #291 11855. 91/06/12.
MCGRANERY.J.P. Shoreharn Wading River Central School District, NY.
MCGRANERY.J.P. Scientists & Engineers for Secure Energy. MCGRANERY.J.P. Dow,
Lohnes & Albertson. 3pp. 58237:209-58237:211.

9106280028 Memorandum & order,CLI-91-08.* Petitioners requests denied. Approves
recommendation to issue "possession only" amend to facility OL.Served on
910612.W/Certificate of Svc.

CHILK.SJ. Office of the Secretary of the Commission. #291 11861. 91/06/12. Scien-
tists & Engineers for Secure Energy. 19pp. 58237:233-58237:251.

9106280068 Memorandum & order (ruling on amended petitions to intervene & to hold
hearings).* Scientists & Engineers for Secure Energy petition for standing as amended
beyond that approved for filing is denied.Served on 910614.W/Certificate of Svc,
MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #291 11865. 91/06/13.
Scientists & Engineers for Secure Energy. 22pp. 58237:340-58237:361.

I. Financial information

9106260099 Provides Public Svc Commission perspective on question re LILCO contin-
ued financial support of decommissioning process.

COWAN.W.J. New York, State of. 91/06/20. CRUTCHFIELD.D. Document Control
Branch (Document Control Desk). 1p. 58225:345-58225:345.

9106260118 Responds to NRC 910529 request re decommissioning funding
assurance.Creation of fund useful as step constituting further assurance of decommis-
sioning funding.

KESSEL.R.M. Long Island Power Authority. 91/06/20. CRUTCHFIELD.D. Division of
Advanced Reactors & Special Projects (Post 901216). 2pp. 58226:350-58226:351,

9106260258 Responds to NRC 910522 request for addl info re decommissioning
funding.Util willing to reserve part of unused line of credit as financial fail-safe for de-
commissioning funding.

LEONARD.J.D. Long Island Lighting Co. 91/06/20. CRUTCHFIELD.D. Division of Ad-
vanced Reactors & Special Projects (Post 901216). 6pp. 58236:099-58236:104.

P. Operating license stage documents & correspondence

9106120233 Partial response to FOIA request for documents re facility status &
developments.App D encl & being made available in PDR.Portions of app E & all app
F records withheld (ref FOIA exemption 5).

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/04/23. MCGRANERY.J.P. Dow, Lohnes & Albertson. 8pp. 58090:210-
58090:260.070257 Responds to initial SALP repts covering Jan 1990 to Mar 1991,Security re*
